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S  0  D  B  U  R  Y 


RURAL  DISTRICT  COUNCIL. 


J13IFUAL  REPORT 

•OE  THE 

MEDICAL  OPEICER  OP  HEALTH 

FOR  THE  YEAR 

1950. 


(Serial  Number  of  Report  -  3B) 


COUNCIL  OFFICES, 
CHIPHENG  SODBUPY, 
NH.  BRISTOL. 


Ladies  and  Gentlemen, 

I  ha-ve  pleasure  in  presenting  my  tvTelfth  /mnual 
Report  on  the  Health  of  the  Sodhury  Rural  District,  for  the  year 

1950. 


This  Report  v/hich  is  the  38th,  of  its  kind,  is 
draivn  up  in  accordance  \/ith  the  Ministry  of  Health  Circular  112/50 
dated  6th,  December,  1950,  and  the  Vital  Statistics  ojro  calculated 
on  the  corrected  births  and  deaths  figures  supplied  by  the  Registrar 
General* 


I  am, 

Your  obedient  servant, 


J.  MEINZIES  COPlIiUK, 


Medical  Officer  of  Health* 
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SODBUEI  RURAL  DISTRICT . 


Conposition  of  District  -- 

Parishes  of  Acton  Tujrville,  Alder  ley,  BadiTiinton,  Cold  Ashton, 
Dodin^ton,  Do^nton,  D3TrlTa.n  &  liinton,  Praiapton  Cotterell,  Pilton, 

Horton,  Hai7kesbury,  Iron  Acton,  Little  Sodbury,  Mer’slifield,  Puclclechurch , 
Sodbury,  Stoke  Gifford,  Torr.iarton,  Westerleigh,  Tick  &  Abson,  \vicki7ar, 
Ivinterbouz'ne ,  Yate, 


CRtJ.mm  OF  COUMCIL  -- 

Lt.  Col.  P.L.E.  TaUcer,  D.S.O.,  D.L.,  J,P. 

Great  House,  CMpping  Sodbury. 

Clerk  to  the  Council 

P.R.  Appleby,  M.A. 

Medical  Officer  of  Health  — 

J.  Menzies  Corrnack,  M.B.,  Ch.B,,  D.P.H. ,  D,P,A. 

Inspectorate  -- 

J.H.E.  Steele,  M.S.I.A,, 

Chief  Sanitary  Inspector. 

H.S.Hale,  M.S.I.A.,  M.R.S.I.  )  Inspectors. 

G.Fry,  M.S.I.A.  ) 

Rodent  Inspect or/Operator. 

R.E.  Hanlian. 

Clerks  -- 


I  .A.  Beardsley  (Mrs.) 
E.  Pritchard  (Miss) . 
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General  Statistics 


Area,  of  District  68,557  acres 

PoxDulation  (Registrar-General’s  estimate  mid  1950)  38,320. 

EstiiTiatcd  number  inliabitated  houses  (December  -  Rate  Books)  11,458. 
Rateable  Value  Dl84jt292o 

Sum  represented  by  penny  rate  £728. 


Extracts  from  Vital  Statistics. 


Total 

Live  Births  -  Legitimate  580 

Illegitimate  25 

Still  Births  Legitimate 
Illegitimate 


M.  P. 


289 

291 

Birth  rate  per  1 ,000 
estimated  resident 

13 

12 

r)opulation  mid  -  1950 

15.8 

302 

303 

England  &  Wales  15.8 

9 

7 

Rate  -per  1 ,000  Civil 

Po}pulation  0«4» 

England  &  Wales  0,37 


Dearths  of 

)  Legitimate 

9 

1 

Rate  per  1 ,000 

19.8 

) 

live  births 

Infants 

)  11  legit  iniate 

) 

1 

1 

England  &  Wales 

29.8 

Under  1  year 


M 

■P 

Deaths  (Total) 

375 

205 

170 

Death  rate  per  1 ,000 
estimated  aiiuiu^ 

XDopula.tion  10*9  • 


England  &  Wales  11  #6. 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30091767 
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T/iBLE  SHOWING  INCIEENCE  CF  jJIFECTIOUS  DISEASE  HI  L(S1  GROUPS,  195Q^ 
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appendix 


D  (i) 


ATDEJAL  KETUEN  OP  POOD  POISONING  NOTIPIOilTIONS 
(Corrected) 

1*  Local  Authorit^r  Sodbury  Rural  District  Council  Year  19DO. 

2.  Pood  Poisoning  Notifications  (Corrected  Returned  to  R.G.) 

ist.  Quarter’  2nd.  Quarter  3rd,  Quarter  %th.  Quarter  TOTAL 

3 

3.  Outbreaks  due  to  identified  agents 


Total  outbreaks 
+  Outbreaks  due  to:  — 

(a)  Chemical  Poiacns 

(b)  Salmonella  Organisms 

(c)  Staphylococci 

(including  toxin) 

4*  Outbreaks  of  undiscovered  caus© 

Total  outbreaJcs 

4 


Total  cases.  Nil 

(d)  01.  botulinuim 

(e)  Other  bacteria 


Total  cases 
11 


Single  cases 

Agent  identified  Unknom  caus©  Total 


1  1 

1  .  1 
2_ Z 

1  3  4- 


TUBERCULOSIS. 


Nei7  Cases  and  Deaths  in  Age  Grouns  1 930* 


NN.i"  CASES 

DEEilTHS. 

Resnirat ory 

Non~ 

Respiratory 

Res'oiratory 

!  Non- 

I  Respiratory 

.  .  Age 

M  0 

P. 

•  M. 

P. 

M. 

P. 

1 

M. 

P. 

I 

f 

Under  1  year 

i 

1 

j 

1-5  years 

1 

5-15  " 

1 

1 

I 

15-25  ” 

7 

4 

1  .  i  

2 

2 

1 

25-35  ” 

5 

5 

2 

2 

35-45  ” 

3 

4  ! 

45-55  ” 

I 

I 

1 . - 

-  J 

55-65  " 

1 

i 

1 

65  Uim/ards 

( 

.  i  . 

r 

_ 

1 

i 

i 

i 

( 

TOTALS 

I 

18,  i 

I 

13 

4 

2 

2 

_ 

2 

— L 

1 

- 

t 
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.f  *  IMT 


-9- 

SAI^CTTARr  CIRCUMSTANCES  OF  THE  AREA. 

SUM/LARY  OP  GENERAL  INSPECTIONS. 


INFECTIOUS  DISEASE 

Visits  made  i 

PY’eraises  treated  65 

DISINFEST^IONS 

Inspections  &  treatments  of  j)^eroises  (fleas  &  cockroaches)  8 

DRAINAGE 

No.  of  drains  inspected.  99 

No*  of  drains  tested  23 

Visits  for  supervision  of  repair  21 

No.  of  cesspools  inspected  33' 

No.  of  cesspools  found  to  be  defective  17 

No.  of  closets  inspected  74 

Inspection  of  sewers  &  sewage  disposal  v/orks  -  visits  357 

POPE 

Visits  to  Meat  Shops,  Stalls  &  Vehicles  35 

Inspection  of  Bakehouses,  25 

Inspection  of  Pood  Shops  &  Bremises--  21] 

GENERAL  INSPECTIONS: 

Picture  Houses  &  Hotels  10 

Factories  101 

Smoke  Observations  7 

Moveable  iX^ellings  129 

Schools  14 

Public  Conveniences  94 

Mortuaries  54 

Pollution  of  Watercourses  39 

Samples  of  Effluent  taken  13 

Control  of  RofuG6'&  Salvage  155 

Unclassified  Visit a  84 


INSPECTIONS  UNDER 

Shops  Act  59 

Pbtr oleum  Acts  &  Orders  52 


WATER  SUPPLE 

Visits  ^57 

Samples  taken  35 


RODENT  CONTROL  (since  July  1950) 

No.  of  Inspections  55 

"  "  Re —inspections  29®* 
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Housing  Act,  193^  Section  1 1 , 


Notices  of  Time  &  Place  were  seived  in  respect  of  9  houses  during 
the  year  under  revienv*. 

Demolition  Orders  Y/ere  made  on  six  and  three  Undertakings  (Section  1l/3) 
were  acceiDted  by  the  Council.  . 

Total  number  of  houses  inspected  under  (p.H.A’s  or  H.A's.)  521 

Number  found  to  require  repairs 
Informal  Notices  served 

"  "  not  complied  v/ith  at  end  of  year 

Statutory  Notices  served 

"  not  complied  Y;ith  at  end  of  year 
Number  of  visits  made  for  reinspection  and 

supeivision  of  repairs: 

Houses  found  to  be  unfit  for  human  habitation 
DEFENCE  REGULATIONS  69A. 


74 

74 

6 

38 

8 

232 

9 


Renev;al  of  Licences  for  temporary  occupation  were  made  in  respect 
of  eight  premises  v/hich  are  the  subject  of  confirmed  Clearance  Orders. 

HJBLIC  HEALTH  ACT  1936. 

38  Statutory  Notices  to  effect  repairs  v/ere  served  under  section 
93*  Summary  proceedings  for  non-comp liancf-  •  v;ere  necessary  in  one  instance 
and  a  Nuisance  Order  made* 


SEV'fflRS  AND  SHTIIERAGE:. 


The  amount  of  maintenance  work  required  was  as  follovYs;  - 


Parish 


Manholes  reiaaired  No.  of  blockages* 


Pilton 

Stoke  Gifford 
Mate 

Chipping  Sodbury 


1  9 

2  3 

10  2 

2  2 


(a)  MJU^SHFIELD. 


SEY/AGE  WORKS. 


The  Y/ork  of  incorporating  tw’o  screv/dov/n  valves  to  the  detritus 
chambers,  to  alloY/  for  the  discharge  of  solid  matter  direct  to  the  sludge 
beds  and  dispense  Y/ith  the  necessity  of  emptying  by  hand  \7as  carried  out* 
Analyses  of  the  resultant  final  effluent  shoY/  an  improvement  and  are' 
satisfactory. 

(b)  WICKWAR. 


Application  has  been  made  from  the  Gloucestershire  Cider  Works, 
Wickwar,  for  the  treatment  of  their  effluent  and  the  Council  have  agreed  under 
certain  conditions  to  accept  this  trade  Y/aste.  The  Serwage  Works  yHLII  have  to 
undergo  considerable  extention  and  modification  in  order  to  deal  T/ith  this 
effluent • 

(c)  YAm. 


During  the  past  twelve  months  these  works  have  functioned  in 
satisfactory  manner.  A  fev/  minor  troubles  \'7ere  however  experienced,. Y/ith  the 
insulation  of  the  pump  electrodes. 

These  faults  have  noY/  been  rectified  and  no  further  trouble  has 
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occurred#  The  long  spell  of  rainy  weather  has  caused  some  difficulty  in  the 
working  of  the  sludge  beds,  but  folloiving  some  alterations  to  the  drainage 
system  of  these  beds,  some  improvement  has  been  effected# 

All  samples  of  final  effluent  taken  during  the  year  have  satisfied  the 
standard  laid  davvn  in  the  Commissioners  eighth  rceiort# 

(d)  PILTON, 


^The  four  pumping  stations  at  Pilton  have  now  been  dismantled  and  the 
buildings  demolished.  The  sumps  v/ere  filled  in  with  hardcore,  and  the  sites 
levelled  off  and  topped  with  earth  so  as  to  conform  ¥/ith  the  adjacent  land. 

(e)  ViTOTERBOUPPE  &  PRyiPPrOd  COTTERELL  SE-m/lGE  SCHE^3E. 

This  trunk  se\/eragc  scheme  which  is  to  be  constructed  at  a  total  estimated' 
cost  of  £333^372,  is  now  well  advanced  and  consists  in  the  main  of  four  Tpoi''fcicinE 
namely:  -  llain  valley  sewer  -  Coalpit  Heath  and  Prampton  Cotterell  sewers., 
extensions  to  Moorend  Sewage  Works  and  local  sewers  to  Iron  Acton,  parts  of 
Wester leigh  and  Hambrook.  Included  in  this  scheme  are  three  sev/age  pumping 
stations  which  are  to  be  constructed  at  Iron  Acton,  Coalpit  Heath  and  Hambrook. 

Despite  very  wet  w'eather,  the  7/ork  has  proceeded  satisfactorily  and  progress 
up  to  December  31st«  1930  v;as  as  follows:  -  three  out  of  the  foun  contracts  have 
been  iDlaeed;  these  are: 

Contract  No.  1  ,  the  extension  to  Mooi'end  Sewage  Works  have  run  for  seven 
months  out  of  the  estimated  thirty  months. 

Contract  No.  2,  \/hich  consists  of  the  Main  Valley  Sewer  has  completed 
fourteen  out  of  the  estimated  thirty  months. 

Contract  No.  k,  local  sev/ers  to  Iron  /nton  luarts  of  Winterbourne  and 
Hambrook  has  been  in  progress  t\70  months  out  of  an  envisaged  thirty  months#. 

The  position  T./ith  Contract  No.  3  is  that  it  has  been  accepted,  approved  by 
the  Ministry  and  a  starting  date  is  awaited. 

The  Council  have  considered  extensions  of  the  sewers  to  ar'eas  in 
Winterbourne  and  have  submitted  a  scheme  to  the  Ministry  for  connecting 
T)roperties  which  v;ere  excluded  in  the  original  scheme. 


WATER  SUPPLIES. 


With  the  exception  of  the  parish  of  Hawkesbury,  whore  the  w^ater  suiDply  is 
owned  and  controlled  by  this  Council,  v/ater  is  supplied  by  the  W“est  Gloucester¬ 
shire  17ater  Company. 

j 

Tlic  report  of  the  Company  shov/s:  - 

(i)  Water  supplied  by  the  Company  has  been  uninterrupted  in  the  Sodbury  Rural 
District  during  1930.  The  quality  of  the  v/ater  has  been  satisfactory. 


(ii)  The  follov/ing  numbers  of  bacteriological  samples  of  i/ater  have  beem 
examined,  these  figures  apply  to  the  -v/hole  of  the  Company"’ s  area;  Sodbury  Rural 
District  cannot  be  treated  separately  because  water  in  that  area  is  derived  from 
more  than  one  source :  - 


Cutout  v/ater  from  sources' 
Outlet  side  of  reservoirs 
Other  consumer  saiiroles 


B.Coli 

B.Coli 

Tot^ 

ore sent 

absent 

3 

32 

62 

0 

23 

23 

10 

10 

3 

92 

93 

Total 


1 


■r.  •n-zV''.  ‘C;i-t  cv.  -  r  . -.'rO 

.  •■i..--  '-  'I  ■■  r  j.vi/' 
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(iii)  None  of  tho  waters  supplied  by  the  Goirgpany'  are  pluinbo-solvent . 

(iv)  No  action  i;as  found  necessary  in  the  one  case  of  unsatisfactory 
sou  Fee  output  as  contamination  ha.d  disappeared  before  a  second  sample 
could  be  taken. 

(v)  The  number  of  dwelling  houses  supplied  by  the  Company  in  Sodbury 
Rural  District  at  the  end  of  1930  was  8,711*  No  standpipes  are  supplied 
in  the  district. 

(vi)  The  follo\/ing  mains  were  laid  in  Sodbury  Rural  District  during  1930 


1 "  main 

Mains  laid. 

Parish 

abandoned . 

^!l 

1;-"  6” 

Cliii^ping  Sodbury 

100 

6l 

254  1:42 

Pi  It  on 

33 

Old  Sodbury 

162 

WickvTar 

50 

Winterbourne  . 

129 

132 

36r 

Westerleigh 

3 

231 

Yato 

88  62 

196 

1,202  204 

Independent  Water  Sample. 


Report  on  sample  of  irater  received  from  Chipping  Sodbury  on  the 
6th.  February  1931  (Taken  by  Sanitany  Inspector). 

ibrticulars  -  Source,  Standpipe  in  Council’s  Yard,  Ifcst.  Glos.  Water  Co’s 
mains.  Ref.  No,  3383. 


The  sample  contains  (parts  per  million) 
Total  Di  olved  Solids  • . ♦ 

Combined  Chlorine.  • .  • 

•  Nitrogen  present  as  Nitrates 
Nitrogen  present  eis  Nitrites- 
Mineral  i\mmonia 
Organic  ilmmonia  . . . 

Oxygen  required  to  oxidise  the  organic 

in  three  hours 
Temporany  Hardness 
Fbrmanent  Hardness 
Total  Hardness 


•  •  • 
•  •  • 
•  •  • 


matter 


405 

31 

0,.24 

0.002 

0.020 

Absent 

0.37 

243 

3 

2/tJ3 


hlCTERIOLOGIC/iL  EXAvHNYTION. 


Micro-organisms  in  one  cubic  centimetre  capable 
of  grcTv.-ing  on  Agar  at  22°C .  in  3  days  32 

Micro r-orgtmi sms  in  one  cubic,  centimetre  capable 
of  grovhng  on  Agar  at  37*^0 ,  in  48  hours  6 

B.Coli,  Absent  in  100  c.cs. 


MICROSCOPIC  HXiivHNilPION. 

Shav;s  the  iresenco  of  a  very  minute  sediment* 


mourns. 

Tho  analysis  sho;7S  tliat  tliis  water  in  its  present  condition  is 
satisfa-ctory  for  a  public  supply. 
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^HUES.  Water-Hardness « 


It  is  interesting  to  note  that  one  of  the  conclusions  of  the  Y/ater 
Softening  report  of  the  Suh-ComiTTittee  of  the  Central  Advisory  Water 
Comiittee  (1949)  is  as  follo’vs:'" 

PARAGRAHI  180  -  THE  DESIRABILITY  OF  - 

1  •  Undertal-cers  already  softening  their  i/.'ater  supplies  are  doing  a  service 
to  the  comnunity  \diich  is  well  v/orth  the  cost.  The^/"  should  continue  to 
operate  their  plants  (subject  to  the  availability  of  materials)  to 
produce  a.s  soft  a  v:ater  as  ]possible  consistent  v/lth  other  teclmical. 
re  quirements . 

2*  Undertalcers  supplying  Hard  water  and  so  situate  as  to  cariy  out 
softening  at  reasono.ble  cost  should  be  encouraged  to  plan  to  do  so 
a.s  soon  as  labour  aixl  materials  can  be  spared  from  more  urgent  natters, 
but  should  reserve  their  final  decision  on  softening  until  the  last 
possible  moment  so  as  to  be  able  to  take  into  consideration  the  latest 
develonments  e 


3*  Undertakers  unable  'bj  any  reason  to  see  their  way  to  providing  sof’t 
v/ater  for  some  time  to  coiae  should,  nevertheless,  keep  in  nxLnd  the 
desirability  of  doing  so  and  should,  so  far  as  possible,  plan 
accordingly,  not,  hoi^ever,  making  a  final  decision  until  it  is  possible 
to  implement  it. 

PARAGRAPH  182  (p)  B'IELEI>rEHTINC  A  POLICY  OR 

It  will  be  appreciated  that  our  conclusions  are  not  such  as  could  Y/ell 
be  put  into  effect  as  a  result  of  legislationo  It  is  suggested  tlmt : - 

i.  As  soon  as  econorcic  coDiditions  alloiY,  the  Ivlinister  of  Health  should 

approve  schemes  already  prepared  by  undertalcers  to  soften  their  suppliea., 
after  being  satisfied,  of  cciju-se,  tlaat  the  proposals  are  sound  and 
unobjectionable  in  other  ways. 

ii.  As  it  is  Imown  that  several  undertakers  ai’e  desirous  of  adopting 

softening,  but  have  net  prepared  plans  to  do  so,  they  should  be  informed 
that  such  proposals  n'ouJ.d  receive  favourable  consideration,  the  actual 
time  of  cai’rying  them  oul  being  dependent  upon  the  materials  and  labour 
situation. 

iiio  All  other  undent aJoers  supplying  water  of  hardness  greater  tliaia  200  p.p.m, 
should  be  informed  of  our  conclusions  andt  asked  to  consider  the  matter. 

A  nuraber  of  thcnE  i/ould  doubtless  find  it  possible  to  convince  the 
Hinistcr  that  softening  schemes  were  out  of  the  question  for  them  lor  a 
number  of  years,  but  the  remainder  could  be  urged  to  take  action. 

During  the  Haittcr  ha3.f  of  the  year  a  survey  of  the  district  \/as 
carried  out  with  a  vica;  to  ascertaining  the  area  remaining  without  a  mains 
v/ater  supply,  and  it  v/as  estimated  tiiat  houses  or  88%  of  the  total 

were  supplied  ‘with  -mater  from  the  miains. 

Recent  schemes  a.doptcd  by  the  Coimcil  wall  bring  this  total  up  to 
90fo  of  the  I'v'holco 

During  tine  year  under  reviev/,  the  Ministry  of  Health  approved  i/aLer 
mains,  extensions  to  lioiion  end  '.'[ick  &  Abson. 


RWiWKESBURl  WATER  SUPPLIES. 


The  '•xim'oing  station  at  Kilcot  Valley  lias  continued  to  function 
satisfactorily  during  the  year,  during  which  period  several  connections 
liave  been  made  to  the  mains  for  farm  and  cottage  supplies 


The  average  daily  consumption  lias  been  4-3;  123  gallons,  giving  a 
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total  of  16,470,010  being  an  increase  of  3#372,75Q  gallons  over  1949* 

Maximum  rest  level  in  v/ell  was  17*6"  miniiiium  10 ’0"  above  the  floor  of 
the  well,  bela-/  which  is  a  bore  hole  24*  deep  with  a  diameter  of  12". 

The  supply  has  been  satisfactory  in  quality  and  quantity.  All  dead 
ends  of  iiiains  are  periodically  flushed  out. 

The  water  is  chlorinated  at  the  pumping  station,  the  output  v/ater  having 
a  chlorinal  residual  of  0*Z  parts  per  million  at  the  Pump  House. 


The  number  of  dwelling  houses  supplied  in  Hawkesbury  vvere  as  follov;s;~ 


Parish 


to 


Domestic. 

Connections 


31  Dec,  193Q« 


Connections  Standoipes. 

-  -r-  --  -  ~  — - - - - - - - 

to 

Farms; 


Hawkesbuiy 


3i 


25 


Samples  for  Bacteriological  examination  arc  taken  periodically  and  a. 
typical  result  is  appended 

Sample  taken  from  standt)ipe  near  Schoall  at  Hillesley  on  the  20th.  day 
of  September,  1930» 


The  sample  contains  (parts  per  Million):- 


Total  Dissolved  Solids  •••  •••  •••  •••  240' 

Combined  Chlorine  .*•  ...  ...  •••  •••  9 

Nitrogen  present  as  Nitrates  •••  •••  ^  •h 

Nitrogen  present  as  Nitrites  ••.  . . *  Absenit 

Mineral  immonia  asN  .  ...  Absent 

Organic  Ammonia  asN  . . .  •••  0»008 

Oxygen  required  to  oxidise  the  organic; 

matter  in  4  hour’s  . . .  Nil 

Temporary  Hardness  . .  •••  •••  •••  220' 

Permanent  Hardness  . .  •••  ••• 

Total  Hardness  •••  •••  •••  •••  236 


pH  Value  7*5 


BACTERIOLOGICiiL  EXAI'mi/lION. 


Micro-organisms  in  one  cubic  centimetre  capable 

of  grea'/ing  on  Agar  at  2Z^C .  in  3  days  "1 90 

Micro-organisms  in  one  cubic  centimetre  capable 

of  growing  on  Agar*  at  37°0.  in  48  hours  3 

B,  Coli.  Absent  in  1O0  c,cs» 

MICROSCOPEC  EX/HINillON. 

Shears  the  presence  of  a  very  minute  sediment » 

REMARKS. 

The  analysis  shows  that  this  water  in  its  present  condition  is  fit 
for  the  purpose  of  a  public  supply# 


\ 


■.J:.  ■ 
.  ••  ^ 


’.W 

i  •  ■■ 


,  / 


iC:  '‘.■''5'?^<,.. 

.V  • 

•;:»>;’># .‘tH'  ft 


F^TORIES  act  1937  and  1%.8, 

Inspection  for  the  purpose  of  provisions  as  to  health. 
Inspections  made  by  Sanitar^.^  Inspectors. 


— - ^ 

Premises  | 

I 

No.  on 

miEER  OF 

- r 

( 

I 

register. 

Inspections » 

Written 

Notices 

j  Occupicra 
j  prosecute* 

! 

(li)  Factories  in 

vdiich  Sects.  1,  2, 

3,  4  &  6  axe  to  be 
enforced  by  Local 
Authorities . 

(2)  Factories  not  in¬ 
cluded  in  v;hich 

37 

32 

— 

1 

None 

! 

Sect .  7  is 
enforced  by  the 

Local  Authority. 

(3)  Other  Premises  under 

99 

49 

4 

Nona. 

the  Act  (excluding 
outworkers  premises) 

*■« 

i 

) 

I 

I 

I 

136 

4 - L 

101 

5 

None 

Cases  in  p'liich  defects  were  found.* 


Paxticulara 

No*  of  cases  in  which  defects  were 

found. 

» 

1 

j  Found  1  Remedied 

Ref 

To  H.M, 
Inspector . 

erred. 

By  H.M. 
linspector.  i 

} - 

.  1 

t 

I 

Want  of  Cleanliness 

i  ; 

1. 

t  I 

Overcrowding 

- 

- 

- 

{  ***  I 

Unreasonable  Temperature 

1 

1 

- 

i 

Inadequate  Ventilation 

1 

i 

- 

- 

I  — 

i 

Ineffective  draining 

of  floor 

~  1 

— 

i 

Sanitary  Convenience 

t 

1 

i 

(a)  Insufficient 

1  1 

1 

— 

I 

(b)  Unsuitable  or  defective 

3  ! 

3 

- 

(c)  Not  separate  for  sexes 

i 

i 

< 

— 

•M. 

5  I 

i  i 

j Other  Offences 

i 

i 

I 

I 

i 

.  1 

1 

1 

- 

- 

I  ' 

i 

6  ! 

6 

—I 

\ 

5 ; 

OUTFORK. 

(Section  11.0  and  111 )  Pom  No. 57Z( Revised) 

Nature  of  Work 

Yi/c 

No 

,  of 

No.  of 

No  of 

out-v;orkers 

cases  of 

prosecutions 

in  August 

default 

for  failure 

list 

requii'cd 

in  sending 

to  supply 

b:, 

Sect. 

lists  to  the 

lists • 

110  (1)  (c) 

Counc.il. 

Malcing  of 

I 

Wearing  apparel. 

14 

14  i 

i 

’  4 


•*«#  4 


\ 


./ 


T 


I 


s. 


I  , 


V 


' .  I  ' 


Zrtv 
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PUBLIC  COWEimBfCES. 


The  Council  have  four  ]^3ublic  conveniences,  one  at  Cliipning,  Sodbur^p 
t\70  in  Pilton  -  Gloucester  Road,  F.  and  Northvillo,  and  one  at  Marshfield. 
The  cleaning  of  these  conveniences  is  undertaken  by  tliree  ‘oaxt-tiine 
caretakers , 


The  revenue  fron  these  conveniences  v;as:- 

C hipping  Sodbury 
Gloucester  Road  North 
Northvillc 
Marshfield 


£  s  •  d » 

64.  12.  4. 

39-  17.  9. 

10.  7.  2. 

10.  13-  2. 


Totai  £123.  10.  3. 


MORTU/EI  -  PILTON. 

These  preriises  v;erc  used  on  3  occasions  during  1930* 

One  case  of  dana>.gc  v/as  reported  during  the  year  and  the  offenders 
v7ere  i^rosecuted  by  the  police* 


SL/NGHTER.  OP  /iHIvl/XS  WT  1933. 


One  nev  licence  vras  issued  during  the  year  aaid  five  licences  became 
redundant*  There  arc  43  licences  nou'  operative. 


PETROLEUM  (Consolidation)  Act  1928. 

Operative  Licences  to  store  Petroleum  Spirit:  82. 

"  "  "  ”  Crrbide  of  Ca.lciun  8, 


POOB  IHD  DRUGS  ;JUT  1938. 


No.  of  Preraises  220. 

No,  of  Visits^  362* 


ICE  CRE/il  (Heat  Treatment)  EEGULi3TI0NS_. 


There  has  been  a  addition  of  11 
the  year  rnking  a  total  of  6l ,  There 
’’Hot  Mix"  method,  and  their  product  is  sold  ‘loose 
48  retailers  arc  offering  "pro’-panked"  Ice  Cream, 


retail  premises  registered  during 
ai'c  2  ma.nufactui’crs  v;ho  use  the 
‘ ,  The  remaining 


Regular  sarroling  ha.s  been  carried  out  and  only  in  one  instance  ^ 

poor  result  recorded,  this  vras  due  to  insufficient  cleansing  of  a  pipe 
line* 
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EREmiTION  OF  BMUJJE  W  BESTS  i£!T  1949, 


On  1st.  April,  1950,  the  above  Act  became  operative,  v;ith  the 
result  that  a  Rodent  Control  Section  v/as  forned  and  incorporated  in 
the  Health  Department . 

A  Rodent  Inspect  or/ Operator  \.'as  appointed  by  the  Council  and 
the  following  is  a  brief  surxiary  of  the  •'./ork  done  since  liis 
appointment  in  July. 

Infestations  noted.  *  59 

”  othenvise  discovered  13 « 

Of  these  infestations,  fe'onty  proved  to  bo  of  a  major  tj/pe 
and  fortyono  of  a  minor  character,  vrhilst  the  remaining  eleven 
were  by  mice  only. 

In  addition  to  the  treatment  of  various  ty;pes  of*  premises, 
baiting  of  sewers  is  carried  out  tv.dco  yearly  on  a  1i0%  basis  of 
the  number  of  sc\7er  access  chamber sl.  VAiere  ba.it  is  tolcen,  the 
a,ffected  and  adjoining  sewers  are  treated.  It  is  interesting  to 
note  that  only  one  sewer  infestation  \ras  recorded  (l/ickivau?)  • 


